ST.  PATRICK'S  CHURCH  OF  THE  CATHOLIC  DIOCESE  OF 
ROCKFORD.  Completed  in  1952  at  a  cost  of  $600,000. 
Located  at  School  Street  and  North  Johnston  Ave.,  Rock- 
ford.  Illinois. 
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